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board of directors") shall consist of five qualified registered electors
residing in the district. Initial appointments shall be made by the Gov-
ernor, upon the recommendation of a majority of the legislative dele-
gation, including the Senator, from Florence County. Of those first
appointed one shall have a term of one year; a second shall have a
term of two years; a third shall have a term of three years; a fourth
shall have a term of four years; and the fifth shall have a term of five
years. Upon the expiration of the terms of office of those first appoint-
ed, successors shall be appointed by the Governor, for terms of five
years, in the same manner of original appointment. If any vacancy
shall arise, a successor shall likewise be appointed by the Governor,
for the balance of the unexpired term, in the same manner as orig-
inal appointment. All members of the board of directors shall hold
office until their successors shall have been appointed and shall qual-
ify. All terms of office shall terminate on the appropriate anniversary
of the effective date of this act, notwithstanding that a delay in mak-
ing appointments shall lessen the duration of the terms of office.
As soon following its initial appointment as shall be convenient, the
board of directors shall organize by electing one of its members as
chairman, another as vice chairman and another as secretary. A tran-
script of the record of the initial organization shall be filed with the
Clerk of Court of Florence County in order to reflect the initial
membership of the board of directors and those who shall be officers
thereof.
SECTION 4. Advisory board.-For the purpose of advising the
board of directors in all phases of the construction and operation of
the hospital facilities of the district, and for the further purpose of
making recommendations to the General Assembly (through the Leg-
islative Delegation, including the Senator, from Florence County) as
to the functioning of the facilities of the district, there is hereby ap-
pointed an advisory board to be known as the Advisory Board of Low-
er Florence County Hospital District. Such Board (hereinafter called
"the advisory board") shall consist of three qualified registered elec-
tors residing elsewhere in Florence County, than in the district. Initial
appointments shall be made by the Governor, upon the recommenda-
tion of a majority of the legislative delegation, including the Senator,
from Florence County. Of those first appointed one shall have a term
of one year; a second shall have a term of two years; and the third
shall have a term of three years. Upon the expiration of the terms
of office of those first appointed, successors shall be appointed by


